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We report experiments designed to test the hypothesis that the aqueous solubility of 1 1-cis-retinoids plays a signifi- 
cant role in the rate of visual pigment regeneration. Therefore, we have compared the aqueous solubility and the 
partition coefficients in photoreceptor membranes of native 1 1-cis-retinal and an analogue retinoid, 1 1-cis 4-OH 
retinal, which has a significantly higher solubility in aqueous medium. We have then correlated these parameters 
with the rates of pigment regeneration and sensitivity recovery that are observed when bleached intact salamander 



rod photoreceptors are treated with physiological solutions containing these retinoids. We report the following 
results: (a) 1 1-cis 4-OH retinal is more soluble in aqueous buffer than 1 1-cis-retinal. (b) Both 1 1-cis-retinal and 1 1-cis 
4-OH retinal have extremely high partition coefficients in photoreceptor membranes, though the partition coeffi- 
cient of 1 1-cis-retinal is roughly 50-fold greater than that of 1 1-cis 4-OH retinal, (c) Intact bleached isolated rods 
treated with solutions containing equimolar amounts of 1 1-cis-retinal or 1 1-cis 4-OH retinal form functional visual 
pigments that promote full recovery of dark current, sensitivity, and response kinetics. However, rods treated with 
1 1-cis 4-OH retinal regenerated on average fivefold faster than rods treated with 1 1-cis-retinal. (d) Pigment regen- 
eration from recombinant and wild-type opsin in solution is slower when treated with 1 1-cis 4-OH retinal than with 
1 1-cis-retinal. Based on these observations, we propose a model in which aqueous solubility of cis-retinoids within 
the photoreceptor cytosol can place a limit on the rate of visual pigment regeneration in vertebrate photorecep- 
tors. We conclude that the cytosolic gap between the plasma membrane and the disk membranes presents a bottle- 
neck for retinoid flux that results in slowed pigment regeneration and dark adaptation in rod photoreceptors. 
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INTRODUCTION 

O 

responses to extremely low levels of light intensity, which 
are at or near the theoretical limit of detection. 

Such extreme sensitivity has its drawbacks. Once acti- 
vated, rhodopsin is said to be bleached, i.e., it is no lon- 
ger functional for sensing visible light. As such, it must 
be regenerated to its ground state form containing 
1 1-cis-retinal. This occurs normally through a chain of 
reactions collectively referred to as the visual cycle. In 
rods, the visual cycle is complex and requires the par- 
ticipation of both the photoreceptors and the retinal 
pigment epithelium (RPE). First, the all-trans-retinal is 
reduced to all-trans-retinol within the photoreceptor. 
This reaction is catalyzed by the enzyme retinol dehy- 
drogenase, with NADPH as a cofactor (De Pont et al., 
1970; Futterman et al., 1970; Palczewski et al., 1994). 
All-trans-retinol is then removed from the photorecep- 
tors by a diffusive mechanism (Ala-Laurila et al., 2006; 
Wu et al., 2006) and, subsequently, taken up in the in- 
terphotoreceptor matrix. From here, it is translocated 
to the RPE (Okajima et al., 1990), where it is esterifred, 



Rhodopsin is one of the most prominent members of 
the G protein-coupled receptor super family. Members 
of this family comprise heptahelical transmembrane re- 
ceptors that sense environmental changes, such as light, 
odors, hormones, neurotransmitters, and pheromones 
outside the cell to trigger appropriate cellular responses. 
Unlike most GPCR's in which ligand binding triggers a 
cascade of reactions that result in an amplified cellular 
response, rhodopsin covalently binds its ligand, which 
operates as an inverse agonist in the receptor's dark 
state. Light triggers an isomerization of the ligand from 
its 1 1-cis form to the all-trans form after light exposure, 
thus promoting activation of the receptor and its associ- 
ated transduction cascade. The details of this cascade 
have been extensively reviewed (Shichida and Imai, 
1998; Pugh and Lamb, 2000; Arshavsky et al., 2002). 
Additionally, in its ground state, rhodopsin is extremely 
stable, having a half-life of ^420 yr (Baylor et al., 1980; 
Baylor, 1987). This high stability results in a low dark 
noise in the photoreceptor, allowing for photoreceptor 
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isomerized to 1 1-cis-retinol, and then oxidized to 
11-cis-retinal. 11-cis-retinal then exits the RPE and is 
taken up by interphotoreceptor retinoid-binding pro- 
tein (IRBP) , which facilitates the translocation back to 
the photoreceptor outer segment. 

Within the rod outer segment, opsin is located in 
membrane disks that are separated from the plasma 
membrane by a cytosolic gap (Mariani, 1986). In order 
for new visual pigment to form, 11-cis-retinal must be 
translocated across this gap to the membrane disks 
and bind to opsin in a multistep process that results in 
regeneration of rhodopsin and recovery of visual sen- 
sitivity. Retinal is a highly hydrophobic molecule (Szuts 
and Harosi, 1991), and the aqueous photoreceptor 
cytosol could present a barrier to its transport during 
dark adaptation. 

In an extensive review article, Lamb and Pugh (2004) 
concluded that the regeneration of visual pigment and 
dark adaptation in the intact human retina is rate lim- 
ited by a biochemical or biophysical mechanism involved 
in the translocation of retinal from the RPE to the 
rod outer segments. Here, we specifically investigate 
the processes within rod photoreceptors that regulate 
the translocation of retinoids that precede visual pig- 
ment regeneration. 

We report experiments that were designed to test the 
hypothesis that the aqueous solubility of retinoids in 
the photoreceptor cytosol is an important determinant 
of pigment regeneration rate in vertebrate photorecep- 
tors exposed to bright bleaching light. For our observa- 
tions, we have chosen a retinoid analogue with increased 
aqueous solubility, which results from the addition of a 
hydroxyl group on the fourth position of the (3-ionone 
ring of 11-cis-retinal, 11-cis 4-OH retinal. Our micro- 
spectrophotometric and electrophysiological record- 
ings show a significantly more rapid rate of pigment 
regeneration and dark adaptation in salamander pho- 
toreceptors when their visual pigment is regenerated 
with 11-cis 4-OH retinal compared with 11-cis-retinal. 
Our data are consistent with a model in which passive 
diffusion governs the transport of cis-retinal across the 
cytosolic gap between intracellular disks and the plasma 
membrane. Previous studies of this work have ap- 
peared in abstract form (Frederiksen, R., R.K. Crouch, 
C.L. Makino, and M.C. Cornwall. 2010. The Association 
for Research in Vision and Ophthalmology Meeting. 
Abstr. 1112; Frederiksen, R, R.K. Crouch, B. Nickle, 
K.S. Chakrabarti, and M.C. Cornwall. 2011. The Associ- 
ation for Research in Vision and Ophthalmology Meeting. 
Abstr. 1179). 

MATERIALS AND METHODS 

Preparation of retinoids 

1 1-cis-retinal was obtained as a gift from the National Eye Institute. 
11-cis 4-OH retinal was synthesized and purified as previously 



described (Renk et al., 1981) . Working solutions containing these 
retinoids were prepared for exogenous delivery to bleached 
photoreceptors in physiological saline solution. These retinoid- 
containing solutions were of four different types: dissolved in 
aqueous/ ethanolic solution, loaded into lipid vesicles, bound to 
IRBP, or bound to BSA. In most cases, bleached cells were treated 
with ethanolic solutions. However, when another method was 
used, a specific note is provided in the text. 

Retinoid in ethanolic solution was prepared in dim red light by 
dissolving 25 ug retinoid in 4 pi absolute ethanol in a conical vial. 
The saline solution was added, at first in small (9x5 pi) amounts 
and then in increasing amounts (50 pi and 2 x 450 pi) until the 
final volume was ~1 ml. The peak absorbance (OD) of retinoid in 
this solution was measured using a conventional spectropho- 
tometer (U-3010; Hitachi); its concentration was calculated 
as c = (OD 380 0/e 380 , in which I is a 1-cm path length, and 
e 380 = 24,900 IVT 1 cm" 1 . 

For solubility measurements, the concentration of retinoid was 
measured from its peak absorbance in ethanolic solutions pre- 
pared at the same dilution from a stock solution. For 1 1-cis-retinal 
and 1 1-cis 4-OH retinal, the wavelength of maximal absorbance in 
saline solution was 390 and 385 nm, respectively. The wavelength 
of maximal absorbance was the same in saline solution with 0.01% 
BSA and did not change with retinoid concentration. 

The methods for the preparation of lipid vesicle solutions 
containing retinoid were similar to those described previously 
(Cornwall et al., 2000) . This solution was stored for up to 24 h in 
a refrigerator before use. Solutions with retinoids bound to IRBP 
or BSA were prepared by exposing dried retinoid in vials to saline 
solutions to which these proteins had been added (10 pM IRBP or 
0.2% BSA) and gently agitating these overnight at 4°C in darkness 
as described previously (Jones et al., 1989) . Bovine IRBP was a gift 
from B. Wiggert (National Eye Institute, National Institutes of 
Health, Bethesda, MD) . Procedures for the preparation and ex- 
traction of IRBP have been previously described (Redmond et al., 
1985). We estimated the concentration spectrophotometrically 
using e 28 o = 120,000 IVT 1 cnT 1 for IRBP and an extinction coeffi- 
cient for 11-cis-retinal as £ 380 = 24,900 IVT 1 cnT 1 . Delipidated BSA 
was purchased from Sigma-Aldrich. 

Retinoid solubility determinations 

Stock solutions of 1 1-cis-retinal and 1 Tcis 4-OH retinal were pre- 
pared in ethanol at the following concentrations: 12.5 mM, 
6.25 mM, 2.5 mM, 1.25 mM, 250 pM, and 125 pM. Before use, 
these were stored at — 80°C. Amphibian saline solution and am- 
phibian saline solution containing 0.01% BSA were prepared at 
the time of determination. 

Retinoid solubility in aqueous solution was determined as fol- 
lows: each stock was diluted 1:250 in saline solution and saline 
solution containing 0.01% BSA. The dilution was performed in 
steps in the following way: First, 4 pi of the retinoid stock solution 
was added to a vial. Second, a small amount of solvent was added 
to the vial, and the vial was gently shaken to ensure proper mix- 
ing. Addition of solvent and mixing were repeated until the final 
volume of 1 ml was reached. The exact volumes of solvent added 
to the sample were 5 pi four times, 26 pi once, 50 pi once, and finally, 
450 pi twice. This gave approximate final concentrations of 50, 
25, 10, 5, 1, and 0.5 pM retinoid. Absorbance spectra were then 
measured using a spectrophotometer (Cary 300 Bio UV-Visible; 
Varian, Inc.). The absorbance maximum in saline solution and 
BSA-containing saline solution was determined by fitting a poly- 
nomial function to the peak region of the spectrum. The concentra- 
tion in saline solution and saline solution containing BSA was then 
calculated from the absorbance maxima using an extinction coef- 
ficient (e = 20,800 M _1 cnT 1 ) obtained by fitting a straight line to 
the linear range (three first data points) of the absorbance mea- 
surements of 11-cis 4-OH retinal (r= 0.999, P < 0.0001; Fig. 1 A, 
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inset) . This measured extinction coefficient was assumed to be 
the same for both species of retinal in both solutions. Experi- 
ments were performed in triplicate. 

Determination of partition coefficient 

Measurements of partition coefficients of retinoids in photore- 
ceptor membrane were performed as described by Noy and Xu 
(1990). Stock solutions of 1 1-cis-retinal and 11-cis 4-OH retinal 
were prepared in ethanol at 10 mM. Bovine rod outer segment 
disk membrane was prepared from frozen retinae (Lawson Co.) 
as described previously (Papermaster and Dreyer, 1974). The 
rod outer segment disk membrane suspension was diluted in 
saline buffer (100 mM NaCl, 1 mM MgCl 2 , and 10 mM HEPES, pH 
7.4). The concentration of phospholipids was estimated from 
absorbance spectra of rhodopsin in these suspensions (e = 40,000 
M -1 cm -1 ), assuming a 100:1 molar ratio of phospholipids to 
rhodopsin (Brown, 1994). In determinations of the partition 
coefficient for 1 1-cis-retinal, we mixed 8.56 x 10~ 9 mol phospho- 
lipid and 0.111 mol water. In the experiments with 11-cis 4-OH 
retinal, we used 8.56 x 10~ 8 mol phospholipid and 0.101 mol 
water. Ethanolic retinoid stock solutions were diluted stepwise 
in the saline buffer containing bovine disk membrane to a final 
volume of 2 ml in a similar way as described for the experiments 
to determine solubility. The dilution steps were 2 pi retinoid 
stock solution, four times 2 pi saline buffer, four times 10 pi 
saline buffer, three times 50 pi saline buffer, four times 200 pi 
saline buffer, and 1 ml saline buffer. Given the rapid rate of 
transfer of retinoids between lipid and aqueous phases (Noy 
and Xu, 1990), this stepwise dilution ensured enough time for 
the equilibration of the retinoid between the two phases. The 
sample was then centrifuged at 19,000 rpm for 30 min. The con- 
centration of retinoid in the supernatant and the pellet was 
assessed spectrophotometrically in 0.1% Ammonyx LO (Sigma- 
Aldrich) using a spectrophotometer (Gary 300 Bio UV-Visible). 
Experiments were performed in triplicate. The partition coeffi- 
cients for each retinoid, K ea , were calculated from their molar 
ratios (Noy and Xu, 1990): 

K -(i^ / JiP id WL"* /m™" 4 " \ (1) 

"•K[ ~\ n retinal ' 11 lipid ) ' \ '* retinal ' " water j ' 

in which n is the molar amount. The superscripts and subscripts 
denote solvent and solute, respectively. 



Animals and preparation 

Larval tiger salamanders, Ambystoma tigrinum, were obtained from 
a commercial supplier (Charles D. Sullivan Co.). All procedures 
were performed according to protocols approved by the Animal 
Care and Use Committee of Boston University School of Medi- 
cine and in accordance with the standards set forth in the Guide 
for the Care and Use of Laboratory Animals and the Animal Welfare 
Act. Salamanders were housed in a cold room maintained at 10°C 
in small water-filled tanks on a 12-12-h light-dark cycle. Animals 
were dark adapted for 12 h before all experiments. At the begin- 
ning of an experiment, an animal was decapitated and pithed 
caudally and rostrally under dim red light. All subsequent ma- 
nipulations were performed under infrared light with the aid of 
infrared image converters (FJW Industries, Inc.). The retina was 
then isolated and placed in physiological saline solution, chopped 
into pieces, and triturated by repeated passage through the tip of 
a fire-polished Pasteur pipette. The physiological saline solution 
had the following composition: 111 mM NaCl, 2.5 mM KC1, 
1.0 mM CaCl 2 , 1.6 mM MgCl 2 , 10 mM glucose, and 0.01% BSA 
The pH was adjusted to 7.8 with 10 mM HEPES. The resulting cell 
suspension was then transferred to the recording chamber for 
single-cell suction pipette recordings or microspectrophotometry 
(MSP; see MSP section). 

Electrophysiology 

For electrophysiological recordings, a recording chamber con- 
taining retinal fragments and single isolated photoreceptors was 
placed on the stage of a modified inverted microscope (Inverto- 
scope D; Carl Zeiss) in a light-tight Faraday cage. Isolated intact 
photoreceptors were identified from their images as viewed via a 
charge-coupled device camera (LCL-902HS; Watec) connected to 
a TV monitor. Cells were drawn, inner segment first, into a glass 
micropipette filled with physiological solution and connected to a 
patch clamp amplifier (EPC-7; List Associates) . In this way, flash 
responses were measured as light-induced changes in the extra- 
cellular membrane current. Pipettes were fabricated from capil- 
lary glass tubing and fire polished to an inner diameter of 12 pm, 
which gave a tight fit to the inner segment of the photoreceptor. 
The resistance of the pipettes recorded in saline recording solu- 
tion was ^T MO; this increased to ^3 MCl as the cell was drawn 
into the tip. In any given experiment, we recorded sensitivity, 
spectral sensitivity, dim flash responses, and dark noise in the 
dark-adapted state, after a bright bleach and after exogenous 
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Figure 1. 11-cis 4-OH retinal is more solu- 
ble in aqueous buffer than 1 1-cis-retinal. 
(A and B) Plots of measured concentration of 
1 1-cis 4-OH retinal (filled circles) and 1 1- 
cis-retinal (open triangles) against nominal 
retinoid concentration in Ringer's solution. 
Values of measured concentration were es- 
timated from spectral absorbance using an 
extinction coefficient (e = 20,800 M _1 cm -1 ) 
obtained by fitting a straight line to the linear 
range (three first data points) of the absor- 
bance measurements of 11-cis 4-OH retinal 
(inset in A) . Data in A were measured on a 
solution that contained no BSA. The data in 
B were measured on a solution that contained 
0.01% BSA. Continuous lines connect data 
points for 11-cis 4-OH retinal; dashed lines 
show 1 1-cis-retinal data points. The inset in B 
shows stick diagrams of the two species of reti- 
nal. Error bars represent means ± SD. 
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treatment with either 1 1-cis-retinal or 11-cis 4-OH retinal. The 
precise recording protocol and analysis used have been described 
previously (Corson et al., 1990; Jones et al., 1996; Ala-Laurila 
etal., 2007). 

MSP 

The spectral absorbance of native and 11-cis 4-OH-regenerated 
visual pigments was assessed using a single-beam microspectro- 
photometer. This instrument was modified from a similar device 
described previously (MacNichol, 1978; Cornwall et al., 1984; 
Jones et al., 1993) . Measurements were made over the wavelength 
range of 300-800 nm at 2-nm intervals. A single spectral scan was 
completed in 1 s. The absorbance spectrum was calculated using 
Beer's Law according to the relation OD = log 10 (/„//,), in which 
OD is optical density or absorbance, /„ is the light transmitted 
through a cell-free space adjacent to the cell outer segment, and 
/, is the light transmitted through the tissue. Absorption spectra 
could be measured with the polarization of the incident-measur- 
ing beam either parallel to the plane of the intracellular disks 
(T polarization) or parallel to the long axis of the outer segment 
(L polarization). Because of the dichroic nature of pigment 
within the outer segment, measurements were made in T polar- 
ization to optimize the measurement of dark-adapted visual pig- 
ment. All measurements reported here were made with light 
polarized in this orientation. The measuring beam was adjusted 
to fit within the center of the outer segment with the long axis of 
the slit parallel to the long axis of the outer segment, covering 
approximately one fourth of its width. 

At the beginning of an MSP experiment, a dark-adapted retina 
was chopped and triturated, and the solution containing retinal 
fragments as well as isolated intact cells was placed on a quartz 
coverslip window coated with concanavalin A (Sigma-Aldrich) 
located in the bottom of a 2-mm-deep Plexiglas recording cham- 
ber. The tissue was allowed to settle, and cells were allowed to 
adhere to the quartz window for <5 min to minimize their move- 
ment. After this period, the cells were superfused at a rate of 
4 ml/min with saline solution identical to that used in electro- 
physiological experiments. An isolated intact cell was identified 
from its projected image on the screen of the infrared video sys- 
tem. A baseline absorbance spectrum was measured from an area 
adjacent to the selected cell. Then, the outer segment was ori- 
ented in the beam path with the long axis of the slit oriented 
parallel to the long axis of the outer segment, and an absorbance 
measurement in this area was made. The absorbance spectrum 
was then calculated. Generally, 10 complete sample scans and 10 
baseline scans were averaged to increase the signal-to-noise ratio 



of a measured spectrum. A single spectral scan was measured to 
have bleached <0.1% of the visual pigment per scan. 

Dark-adapted spectra of the visual pigment measured in this 
way were then compared with spectra measured immediately 
after and at different times after exposure to a 505-nm light from 
a light-emitting diode light source calibrated to bleach >95% of 
the visual pigment. Such recordings of postbleach absorption 
spectra were continued for <60 min after bleaching. From mea- 
surements such as these, it was possible to measure directly the 
fraction of the pigment that was photoactivated by the bleaching 
light. After pigment bleaching had taken place, the tissue was 
exposed exogenously to a solution containing either 1 1-cis-retinal 
or 1 1-cis 4-OH retinal. Measurements of the kinetics and extent of 
visual pigment regeneration that occurred during this subse- 
quent dark period were made. 

Stopped-flow experiments of visual pigment regeneration 

Stopped-flow experiments were used to measure regeneration of 
visual pigment in detergent micelles and nanodiscs. These used 
salamander rod opsin, wild-type (WT) bovine rod opsin, and 
2/282 bovine rod opsin mutant containing an engineered disul- 
fide bond between two introduced cysteine residues, N2C and 
D282C (Xie et al., 2003). The engineered disulfide confers en- 
hanced thermal stability to the opsin, such that binding experi- 
ments can be undertaken in detergent solution (Gross et al., 
2003; Xie et al., 2003). Crystal structures of the 2/282 mutant, in 
both the dark state (Standfuss et al., 2007) and active form 
(Standfuss et al., 201 1 ) , show the protein to be identical to that of 
native rhodopsin, except for the missing oligosaccharyl chain at 
position 2 and the presence of electron density corresponding to 
a disulfide bond connecting the two side chain sulfur atoms at 
positions 2 and 282. In addition, functional studies performed to 
date show that this mutant form behaves as does WT in all ways 
except with respect to stability of the opsin form in detergent 
solution (Gross et al., 2003; Xie et al., 2003). 

All opsins were cloned into the pMT3 expression vector 
(Franke et al., 1988). The coding sequence for salamander rod 
opsin was modified to encode the last eight amino acids of bovine 
rod opsin ( 1D4 epitope) at its C terminus to allow for purification 
using the 1D4 antibody (Molday and MacKenzie, 1983). All 
opsins were transfected into HEK293 GnTI~ cells (Reeves et al., 
2002) using standard calcium phosphate-mediated procedures. 
Transfected cells were cared for and harvested as previously de- 
scribed (Reeves et al., 2002). Purification of expressed rod opsin 
in its apoprotein form was performed as previously reported 
(Gross et al., 2003), except the final wash steps and elution steps 



TABLE 1 

Biochemical properties of 1 1-cis-retinal and 1 1-cis 4-OH retinal 



Biochemical property 



1 1-cis-retinal 



11-cis 4-OH retinal 



Fractional solubility" 1 

Ringer's solution 

Ringer's solution, 0.01% BSA 

Partition coefficient 13 

K,, 

Pigment formation rate constant, R 1 

Bovine 2/282 opsin, micelles 
Bovine 2/282 opsin, nanodiscs 
Bovine WT opsin, nanodiscs 
Salamander opsin, nanodiscs 



0.34 
0.74 

(1.6 ±0.5) x 10 s 

0.74 s" 1 
0.019 s" 1 
0.015 s" 1 
0.053 s" 1 



1 
1 

(2.9 ±0.2) x 10 6 

0.15 s" 1 
0.010 s _1 
0.007 s _1 
0.027 s" 1 



a Calculated for 10 pM retinal. We assume the same extinction coefficient for 1 1-cis-retinal and 1 1-cis 4-OH retinal. 
b Calculated according to Eq. 1 (see Materials and methods for details). 
c From fits of single exponential functions to the data presented in Fig. 5. 
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were performed in 10 mM HEPES, pH 7.4, 200 pM MgCl 2 , 3 mM 
NaN 3 , and 0.02% (wt/vol) n-dodecyl-(3-D-maltoside (DDM; stop- 
flow [sf] reaction buffer) . A dual-beam spectrophotometer (U-3210; 
Hitachi) was used to determine opsin concentration using e 28 o = 
65,000 M" 1 cm" 1 (Liu etal., 1996). 

For stopped-flow assays performed in detergent micelles, 
2x stock solutions were prepared containing 1 pM opsin in sf reac- 
tion buffer. 2x retinal stock solutions were prepared containing 
6 pM retinal in sf reaction buffer. Concentrations of retinal were 
determined using e 380 = 24,935 M cm -1 for 1 1-cis-retinal and 
11-cis 4-OH retinal. 

For nanodisc preparations, MSP1D1 was expressed in Esche- 
richia coli and purified as previously described (Bayburt et al., 
2002). Nanodiscs were formed by mixing POPC (Avanti Polar 
Lipids, Inc.), which was dried and resolubilized in 10% (wt/vol) 
DDM, MSP1D1, and purified opsin in a 70:1:0.06 molar ratio fol- 
lowed by removal of detergents using Bio-Beads SM-2 (Bio-Rad 
Laboratories). After detergent removal, opsin-containing nano- 
discs were purified by affinity chromatography as previously 
described (Bayburt et al., 2007) using wash and elution buffers 
consisting of 20 mM HEPES, pH 7.5, 0.1 mM MgCl 2 , 120 mM NaCl, 
and 3 mM NaN 3 (nanodisc reaction buffer). The concentration 
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Figure 2. Isolated bleached salamander rods recover sensitivity 
faster after substantial bleaching of the visual pigment when ex- 
ogenously treated with 1 1-cis 4-OH retinal compared with when 
treated with 1 1-cis-retinal. (A) The graph plots the time course of 
sensitivity changes (4/ 2 ) in a rod during darkness before and after 
a bleach, after subsequent treatment with 10 pM 1 1-cis-retinal in 
0.1% ethanolic solution. At 120 min, the rod was then exposed 
to a second bleach and finally, 80 min later, treated with 10 pM 
11-cis 4-OH retinal in 0.1% ethanolic solution. (B) Recovery of sen- 
sitivity measured in single isolated rods treated as in A. The mean 
fitted time constant for recovery of sensitivity after treatment with 
11-cis 4-OH retinal was 26.0 min; n = 9. Data points are plotted ± 
SEM. Because of the large variability, we were unable to obtain 
a reliable fit for the recovery of sensitivity after treatment with 
1 1-cis-retinal. However, the mean time constant for recovery was 
considerably longer that the 26 min found for the 4-OH retinal. 



of opsin-containing nanodiscs was calculated using s 280 = 107,000 
M _1 cm -1 , corresponding to e 280 = 65,000 M cirT 1 for opsin (Liu 
et al., 1996) and e 280 = 42,000 M _1 cirT 1 for the nanodisc (each 
nanodisc contains two MSP1D1 chains, e 280 = 21,000 M _1 cm ; 
Bayburt et al., 2002). Naked nanodiscs were formed by mixing 
POPC and MSP1D1 in a 70:1 molar ratio followed by detergent 
removal. Naked nanodiscs were purified by gel filtration on a col- 
umn (Superdex 200 10/300 GL; GE Healthcare) using nanodisc 
reaction buffer as the running buffer. The concentration of 
naked nanodiscs was calculated using e 280 = 42,000 M~' cm" . 

For stopped-flow assays performed in nanodiscs, 2x opsin stock 
solutions were prepared containing 1 pM opsin-embedded nano- 
discs in nanodisc reaction buffer. 2x retinal stock solutions were 
prepared containing 6 pM retinal and 1 pM of naked nanodiscs in 
nanodisc reaction buffer. Retinal concentrations were determined 
spectrophotometrically. Because of the high value of the retinoid 
partition coefficients, at the lipid and retinoid concentrations 
vised, the concentrations of 1 1-cis-retinal and 1 1-cis 4-OH retinal 
in the lipid phase in these experiments were very similar (the 
calculated concentration of 1 1-cis-retinal in the lipid phase was 
~20% higher than that of 11-cis 4-OH retinal). Thus, any differ- 
ence in regeneration rates is not caused by any difference in their 
concentrations in the lipid phase. 

Reaction kinetics was measured using a stopped-flow (SX20; Ap- 
plied Photophysics) instrument at 25°C with an optical padi length 
of 1 cm. The slit width of the light source was 0.5 mm, correspond- 
ing to a wavelength bandwidth of 2.3 nm. Reactions were initiated 
by combining equal volumes of opsin and retinal stock solutions to 
achieve a final concentration of 0.5 pM opsin and 3 pM retinal. Data 
were recorded at 0.05-s intervals for 50 s (detergent micelle assays) 
or O.Ts intervals for 500 s (nanodisc assays) by continuous monitor- 
ing at 500 nm for pigment formation. Data were signal averaged 
over three measurements to reduce background noise. The data 
were normalized by the relation AA = (A — A^)/ (A max — A^), in 
which A is the absorbance at any time, A max is the maximum absor- 
bance value, and A min is the value of minimum absorbance. 



RESULTS 

Aqueous solubility and partition coefficients 

We performed experiments to compare the solubility of 
1 1-cis-retinal and 11-cis 4-OH retinal chromophores in 
aqueous solution. Fig. 1 plots retinal concentrations as 
determined from the absorption at the wavelength of 
maximal absorbance of 1 1-cis-retinal and 11-cis 4-OH 
retinal (390 and 385 nm, respectively) in saline solution 
containing no BSA (Fig. 1 A) and in saline solution con- 
taining 0.01% BSA (Fig. 1 B). In both cases, it can be 
clearly seen that the concentration of dissolved 11-cis 
4-OH retinal is higher than that of 1 1-cis-retinal at each 
nominal concentration. It is also clearly evident that 
even when present at the very low concentrations used 
in our experiments, BSA significantiy increases the 
measured concentration of retinal in solution. The lin- 
earity of the plots for 1 1-cis 4-OH retinal suggests that it 
is mostly soluble in both saline solution buffer and saline 
solution with BSA up to a concentration of >40 pM. It 
can also be seen in Fig. 1 that the concentration of dis- 
solved 1 1-cis-retinal in saline solution levels off, which 
also suggests that it is not as soluble as 1 1-cis 4-OH retinal. 



Frederiksen et al. 497 



In Table 1 , we present values of fractional solubility at a 

10- uM measured concentration (the concentration used 
in the physiology experiments). We define fractional 
solubility as the ratio between measured (spectrophoto- 
metrically) and nominal (calculated from mass) concen- 
tration. The values in Table 1 show that at a 10-uM 
measured concentration, 11-cis-retinal has a solubility 
that is only about a third of the solubility of 11-cis 4-OH 
retinal in aqueous buffer without BSA and about three 
quarters of that measured in the presence of 0.01 % BSA. 

We also measured the partition coefficient, K eq , of 

1 1- cis-retinal and 1 1-cis 4-OH retinal in photoreceptor cell 
membranes (Table 1 ) . 1 1-cis-retinal has a partition coeffi- 
cient of (1.6±0.5) x 10 8 (w=3).The corresponding value 
for 11-cis 4-OH retinal is (2.9 ± 0.2) x 10 6 (n = 3). Thus, 
11-cis-retinal partitions into the cell membrane roughly 
two orders of magnitude better than 1 1-cis 4-OH retinal. 
However, we must point out that the partition coefficients 
of both species of retinal are extremely high. Thus, when 
an intact rod is exposed to an external concentration of 
either 1 1-cis-retinal or 1 1-cis 4-OH retinal, it is expected 
that the concentration of either chromophore in the cyto- 
sol next to the plasma membrane will rapidly equilibrate 
to a concentration set by its aqueous solubility. 

Rate of pigment regeneration and recovery of sensitivity 

The experiments illustrated in Fig. 2 demonstrate the 
consequence of increased solubility of 1 1-cis 4-OH 



retinal compared with 11-cis-retinal as well as the rapid 
partition of these two retinoids into bleached salaman- 
der rods to promote recovery of flash sensitivity. Fig. 2 A 
plots the time course of sensitivity recovery that occurs 
first when bleached rods are treated with 1 1-cis-retinal 
and thereafter with its 4-OH analogue. After bleaching 
and exogenous treatment with 1 1-cis-retinal, we ob- 
served a slow and partial recovery of sensitivity. How- 
ever, when bleached again and treated with the same 
concentration of 11-cis 4-OH retinal, the rod recovered 
sensitivity and dark current fully over the subsequent 
80 min to the prebleach dark-adapted level. In Fig. 2 B, 
we present results from multiple sensitivity recovery 
rate experiments. On average, this recovery after 1 1-cis 
4-OH treatment occurred as a single exponential func- 
tion with a time constant of 26.0 + 2.0 min (±SEM). In 
some experiments, recovery occurred much faster, in as 
little as 8 min. In contrast to the results with the 4-OH 
analogue, recovery after such exhaustive bleaching and 
11-cis-retinal treatment was significantly slower, often 
requiring >2 h to complete. Because of the very large 
variability in the recovery rates after treatment with 
11-cis-retinal, we were unable to obtain a reliable esti- 
mate of the mean recovery time under these same con- 
ditions (Fig. 2 B). Sometimes no recovery of sensitivity 
was observed. Recovery was most often slow and only 
partial. In no case was recovery observed to be faster 
than when 11-cis 4-OH retinal was used. 
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Figure 3. Regeneration of visual pigment in iso- 
lated salamander rods after extensive bleaching is 
faster when treated exogenously with 11-cis 4-OH 
retinal than with 1 1-cis-retinal. (A) Absorbance spec- 
tra measured microspectrophotometrically for com- 
parison of the time course of retinoid partition and 
pigment regeneration in a bleached salamander rod 
photoreceptor outer segment after treatment with 
1 1-cis 4-OH retinal. Two peaks appear: one at 385 nm, 
the retinoid loading into the outer segment, and 
the other at 478 nm reports the regeneration 
of the visual pigment. Note that rapid loading of 
11-cis 4-OH retinal in the outer segment precedes 
pigment formation. The numbers in the plot in- 
dicate time in minutes after retinal treatment. 
(B) Absorbance spectra taken after exogenous ap- 
plication of 11-cis-retinal as in A. Note the smaller 
retinoid peak, compared with A, in the near UV region 
of the spectrum. The numbers in the panel indicate 
time in minutes after retinal treatment. (C) Time 
course of regeneration of visual pigment measured 
microspectrophotometrically in intact rods treated 
with 1 1-cis 4-OH retinal and 1 1-cis-retinal. Trans- 
verse OD in outer segments of intact rods was mea- 
sured at 520 nm and normalized to avoid bias from 
retinoid absorbance at shorter wavelength (see A and B) . Bleached rods treated with 1 1-cis-retinal regenerate pigment with a time constant of 
12.8 min, n = 6; those treated with 1 1-cis 4-OH retinal regenerate pigment with a time constant of 2.6 min, n = 5. In both cases, regenera- 
tion data are fitted as simple exponential functions. The retinal concentration was 10 pM in 0.1% ethanolic solution. Error bars show 
means ± SEM. (D) Normalized recovery of sensitivity of bleached rods treated with 11-cis-retinal (open triangles) or 11-cis 4-OH retinal 
(closed circles) . The lines are single exponential functions that were fitted to pigment regeneration data in C. The dashed line represent 
pigment regeneration with 1 1-cis-retinal, and the solid line represents 1 1-cis 4-OH retinal. Note that in both cases, pigment regeneration 
precedes the recovery of sensitivity. 
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The spectral data plotted in Fig. 3 provide insight into 
the much more rapid recovery of sensitivity after 11-cis 
4-OH retinal treatment compared with 1 1-cis-retinal 
treatment. Here, absorption spectra were measured 
transversely in intact outer segments during the time 
course of pigment regeneration after treatment with 
these two chromophores, 1 1-cis 4-OH retinal in Fig. 3 A 
and 1 1-cis-retinal in Fig. 3 B. The results plotted in 
Fig. 3 C show that there are substantial differences in the 
rates with which native and 4-OH visual pigments can be 
regenerated when intact bleached rods are treated with 
solutions containing the same exogenous concentra- 
tion of 1 1-cis-retinal or 11-cis 4-OH retinal. The mean 
rate constant for regeneration of 4-OH rhodopsin is 
Ri-on = 0.0064 s _1 , whereas that for 1 1-cis-rhodopsin is 
^u-cis = 0.0013 s~ , a difference of more than fivefold. From 
these data, we can calculate the initial rate in moles per 
second at which the pigment of an individual rod outer 
segment is being regenerated: K = RrrrlC^. Here, we 
view the rod outer segment as a cylinder with the radius 
(r) = 5.7 um, length (I) = 29.8 um (estimated from 
bright-field images of the cells; unpublished data), and 
a pigment concentration of Gh = 3.5 mM (Harosi, 1975) . 
From these values, we calculate that the initial pigment 
regeneration rates for individual rod outer segments are 
K u<Lis = 1.4 x 1(T 17 mol s" 1 and J^oh = 6.8 x 10~ 17 mol s" 1 
for 1 1-cis-retinal and 11-cis 4-OH retinal, respectively. 
Fig. 3 D plots normalized sensitivity recovery (Fig. 3 D, 
symbols) and normalized pigment regeneration (Fig. 3 D, 
lines) as a function of time. It is apparent that sensitivity 
recovery lags pigment regeneration, both when treated 
with 1 1-cis-retinal (Fig. 3 D, open triangles and dashed 
line) and when treated with 11-cis 4-OH retinal (Fig. 3 D, 
closed circles and solid line). The reason for this differ- 
ence is presently unknown. 

The data shown in Figs. 2 and 3 make it clear that 
exogenous application of 11-cis 4-OH retinal to intact 
photoreceptors results in faster rhodopsin regeneration 
compared with 1 1-cis-retinal. Although this is consistent 
with the higher solubility of 11-cis 4-OH retinal, there 
are several steps intervening between the extracellular 
application of the retinoid and rhodopsin formation, 
and we have examined them in turn. First, we have 
looked at facilitation of the transfer of retinoid to the 
photoreceptor outer segment membrane. To address 
this question, we designed experiments to test different 
ways by which this may take place. Four delivery mecha- 
nisms were tested. These were (1) a 0.1% ethanolic saline 
solution, (2) a 0.2% BSA-containing solution in which 
retinoid was complexed to nonspecific lipid binding 
sites on the protein, (3) a lipid vesicle solution in which 
retinoid is partitioned into lipid vesicles suspended in 
the bulk solution, and (4) a 10 pM bovine IRBP solution 
in which retinoid was bound to specific retinoid bind- 
ing sites on the protein. Of these vehicles, only the IRBP 
solution approximates the environment that exists in 



the extracellular matrix surrounding the rods. Retinoid- 
containing solutions were applied to the bath to a final 
effective concentration that we estimate to be 10 pM. 
Figs. 2 and 4 (sensitivity recovery rates with other vehi- 
cles) illustrate that when allowance was made for small 
differences in retinoid concentration, we were unable 
to detect any significant differences in sensitivity recovery 
kinetics, regardless of vehicle. In all four cases, kinetics ob- 
served after 1 1-cis 4-OH retinal treatment were acceler- 
ated compared with those after treatmentwith 1 1-cis-retinal 
(BSA; unpublished data) . 

Pigment formation in vitro 

We next addressed whether the faster pigment regen- 
eration and recovery of sensitivity that we observed can 
be attributed to the interaction of opsin with retinal. To 
answer this question, we measured pigment regenera- 
tion rates in vitro in detergent solution as well as lipid 
membranes. These results are summarized in Fig. 5. For 
analysis in detergent, we determined rate constants for 
pigment regeneration using bovine opsin containing the 
stabilizing mutations N2C and D282C (2/282; Xie et al., 
2003) . The stabilizing mutations were necessary for 
detergent-solubilized experiments to avoid denaturation 
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Figure 4. Effect of different retinoid delivery vehicles on the 
rate of sensitivity recovery after bleaching. (A and B) Both graphs 
plot the time course of sensitivity (/1/2) changes in individual rods 
during darkness before and after a bleach and then after treat- 
ment with 10 uM 1 1-cis-retinal or with 10 pM 11-cis 4-OH retinal. 
(A) Time course of sensitivity recovery when lipid vesicles are 
used as the delivery vehicle. (B) Time course of sensitivity recov- 
ery when IRBP is used as the delivery vehicle. 
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of the opsin. In detergent, regeneration with 1 1-cis-retinal 
occurred fivefold faster than regeneration with 11-cis 
4-OH retinal (Fig. 5 A) . These results are in contrast to 
the results with intact cells showing faster regeneration 
with 11-cis 4-OH retinal (Fig. 3 C). To test whether a 
membrane environment affects the rate constant, we 
made further measurements using discoidal lipid bilayer 
membranes (nanodiscs; Bayburt and Sligar, 2010). 
Regeneration rate constants were measured for bovine 
WT, bovine 2/282, and salamander rod opsins reconsti- 
tuted with retinal. By using nanodiscs (Fig. 5 B) , measure- 
ments using WT rod opsins were possible because of the 
increased stability provided by support in a lipid bilayer. 
Analysis of regeneration rates in nanodiscs reveals that 
the time course for regeneration with both species of 
retinal is comparable for bovine WT and 2/282 rod 
opsins (Fig. 5, B and C). In contrast, regeneration oc- 
curs faster for salamander rod opsin than bovine rod 
opsin (Fig. 5 D). For all opsins analyzed, pigment for- 
mation with 1 1-cis-retinal was at least two times faster 
than with 11-cis 4-OH retinal. Rate constants for all of 
these measurements are presented in Table 1 . 

Properties of 11-cis 4-OH visual pigment 

Given the differences in the rates of pigment formation 
and recovery of sensitivity that are illustrated in Figs. 2, 
3, and 4, we sought to understand whether there were 
additional differences in the kinetics of transduction 
and adaptation. Data in Figs. 6, 7, and 8 show that the 
physiological properties of rods that have been bleached 
and regenerated with 1 1-cis 4-OH retinal are very simi- 
lar to those expected in the native state. Flash response 
families that are plotted in Fig. 6 (A-C) were elicited 



while the rod was dark adapted (Fig. 6 A) , 60 min after 
exposure to a bright light that bleached >99% of the 
visual pigment (Fig. 6 B), and then 120 min after expo- 
sure to a solution containing 10 uM 11-cis 4-OH retinal 
(Fig. 6 C) . As measured by the saturated response ampli- 
tude, the maximum level of the dark current in this 
cell recovered in the steady state to ^40% of the dark- 
adapted value within 60 min. Subsequent exposure to 
the retinoid resulted in greater than full recovery of dark 
current over the subsequent 80-100 min. The intensity/ 
response relations in Fig. 6 D plot the mean behavior of 
cells treated as in Fig. 6 A. These results demonstrate 
that sensitivity in the steady state after the period of 
bleaching (Fig. 6 D, open squares) recovered to a level 
that was approximately two orders of magnitude less 
than in the dark-adapted state (Fig. 6 D, open triangles) . 
Previous work has demonstrated that this steady-state 
level of desensitization is caused by a combination of 
quantum catch loss that results from a reduced ability of 
the outer segment to catch photons together with cellu- 
lar desensitization that results from the presence within 
the cell of a large amount of naked opsin (Cornwall and 
Fain, 1994; Jones et al., 1996). Response amplitude and 
sensitivity were observed to recover fully after subse- 
quent exogenous treatment with 11-cis 4-OH retinal. 

Results illustrated in Fig. 6 are consistent with the 
notion that accelerated recovery of flash response ampli- 
tude and sensitivity of bleached rods after 1 1-cis 4-OH 
retinal treatment is caused by the regeneration of func- 
tional visual pigment as normally occurs during dark 
adaptation. For instance, the kinetics of the response 
family (Fig. 6 A) and the response intensity relation 
(Fig. 6 D, filled circles), both measured after treatment 




Figure 5. Pigment regeneration in solutions 
of four different recombinant opsin models is 
slower when treated with 1 1-cis 4-OH retinal than 
when treated with 1 1-cis-retinal. Pigment forma- 
tion from opsin and retinal was monitored as an 
increase in absorbance at 500 nm. (A) Regen- 
eration was analyzed in DDM detergent micelles 
using recombinant bovine rod opsin containing 
the stabilizing mutations N2C and D282C (2/282). 
(B-D) Regeneration in POPC lipid bilayers was 
analyzed using nanodiscs containing 2/282 bovine 
rod opsin (B), WT bovine rod opsin (C), and WT 
salamander rod opsin (D). Pigment regeneration 
is shown to proceed at a slower rate in nanodiscs 
than in detergent micelles; however, under all 
tested conditions, the rate of regeneration with 
1 1-cis 4-OH retinal is slower than with 1 1-cis-retinal. 
Comparison of bovine 2/282 with WT rod op- 
sins shows the stabilizing mutations do not influ- 
ence the regeneration rate. Additionally, a much 
faster regeneration rate is shown for salamander 
rod opsin compared with bovine rod opsin. Data 
for all traces were signal averaged from three ex- 
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with 11-cis 4-OH retinal, are not significantly different 
from those observed before bleach. The recovery of 
dark-adapted sensitivity and flash response amplitude 
caused by the formation of a rhodopsin-like visual pig- 
ment is demonstrated in Fig. 7. Here, intact rod outer 
segments containing the newly formed pigment, 1 1-cis 
4-OH rhodopsin, have a mean peak transverse OD of 
0.20 ± 0.004, whereas rods containing native rhodopsin 
have a mean OD that is 0.17 ± 0.004. The peak absor- 
bance of 11-cis 4-OH rhodopsin is at ^478 nm, whereas 
the native visual pigment absorbs maximally at 509 nm 
(Fig. 7 A) . These values are roughly consistent with 
those published previously (Corson et al, 1990). Fig. 7 B 
also shows that native spectral sensitivity and that ob- 
served after 11-cis 4-OH retinal regeneration are consis- 
tent, within experimental error, to their respective 
spectral absorbance curves, as measured transversely in 
intact rods. As shown in Fig. 7 C, rods containing 4-OH 
rhodopsin exhibit a lower level of dark noise, indicating 
less spontaneous activations of the transduction cascade 
compared with cells containing native visual pigment. 




0 2 4 6 8 10 
Time (s) 



0 2 4 6 8 10 
Time(s) 



0 2 4 6 8 10 
Time (s) 



40 

30 

< 

1 20 
o 

10 -| 
o 



V native 
□ bleached 
• 4-OH rhodopsin 




1Q-2 1Q-1 1Q0 1Q1 1Q2 10 3 10" 10 5 

Intensity (hv unr 2 ) 

Figure 6. Intact isolated rods completely recover dark current 
and sensitivity after bleaching of the visual pigment and exog- 
enous treatment with 1 1-cis 4-OH retinal. (A-C) Flash response 
families recorded in response to 20-ms flashes in dark-adapted 
conditions (A), after 99% of the pigment had been photo- 
activated (bleached; B), and after exogenous application of 
11-cis 4-OH retinal (C). (D) Mean response/intensity relations 
measured under conditions in A-C in darkness before bleach, 
60 min after the bleach, and after retinoid treatment (Mean ± 
SEM, n = 19). The retinal concentration was 10 uM in 0.1% 
ethanolic solution. 



This finding is consistent with those of previous studies, 
which have reported that Purkinje shifted pigments are 
less noisy as a result of an increased activation energy 
(Barlow, 1957; Ala-Laurila et al., 2004, 2007). 

To determine whether differences exist between pho- 
toactivation of the visual transduction cascade by rhodop- 
sin and 4-OH rhodopsin, we recorded the mean dim 
flash response of the native dark-adapted state (before 
bleaching) and that after complete pigment regeneration 
with 11-cis 4-OH retinal (Fig. 8 A). This comparison is 
based on observations made previously demonstrating 
that dim flash responses that have an amplitude <20- 
30% of those produced by bright saturating flashes dis- 
play kinetics that reflect those of underlying reactions 
in the visual transduction cascade (Lamb and Pugh, 
1992; Jones, 1995; Fain et al., 2001). For the mean re- 
sponses (n = 9) shown in Fig. 8 A, the light intensity was 
adjusted so that a response could be detected approxi- 
mately every two to three flashes. The responses to a 
total of 90 flashes were recorded and averaged in the 
native dark-adapted state (Fig. 8 A, red) or when regen- 
erated with 1 1-cis 4-OH retinal (Fig. 8 A, black). We ob- 
served no detectable difference between them. The 
time to peak was measured to be Tp^ 4 " 011 = 0.82 s and 
= 0.79 s; the exponential recovery time was 



Tpeak 

measured to be t„ 



1.90 s and T re 



1.79 s. We 



also evaluated the time dependence of response recov- 
ery after exposure to very bright supersaturating light 
flashes by measuring the time required for the re- 
sponse to recover to a level that is 80% of the maxi- 
mum (Fig. 8 B). A large body of previous work has 
demonstrated that the slope of this relation provides an 
evaluation of the enzymatic step in the transduction cas- 
cade that rate limits response recovery (Pepperberg 
et al., 1992, 1994). By this test, we observed no signifi- 
cant difference in response recovery kinetics between 
rods containing native visual pigment and rods bleached 
and regenerated with 1 1-cis 4-OH retinal. 

DISCUSSION 

The experiments presented here test the hypothesis 
that the passive transport of retinal through the cyto- 
plasm between the plasma and disk membranes could 
constitute an important determinant of the rate of pig- 
ment regeneration. To do this, we have compared the 
rates of pigment regeneration and sensitivity recovery 
in salamander rod photoreceptors that have been 
bleached and subsequendy exposed to exogenous solu- 
tions containing native 1 1-cis-retinal and 11-cis 4-OH 
retinal. 11-cis 4-OH retinal differs from 1 1-cis-retinal in 
that it has an additional hydroxyl group attached to po- 
sition 4 on the (5-ionone ring, thus increasing its aque- 
ous solubility. The data presented here demonstrate 
the following: (a) The aqueous solubility of 11-cis 
4-OH retinal is substantially greater than for 1 1-cis-retinal. 
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(b) 1 1-cis-retinal has a partition coefficient that is roughly 
100 times higher than that of 11-cis 4-OH retinal, al- 
though both species of retinal partition extremely well 
into lipid membranes, (c) When exogenously supplied 
to an extensively bleached vertebrate rod photorecep- 
tor, 1 1-cis 4-OH retinal combines with opsin to form a 
fully functional blue-shifted visual pigment, whose phys- 
iological properties can be predicted from its spectral 
absorbance. (d) The rate of pigment regeneration and 
sensitivity recovery as well as the return of response kinet- 
ics to prebleach levels that occur when 11-cis 4-OH reti- 
nal is applied exogenously to bleached rods is over 
fivefold faster than occurs when similarly bleached rods 
are treated with 1 1-cis-retinal. These more rapid rates of 
pigment regeneration and sensitivity recovery occur 
even though the rate of pigment regeneration measured 
in solutions containing opsin and 1 1-cis 4-OH retinal is 
slower than in solutions containing 1 1-cis-retinal. (e) The 
sensitivity and response kinetics that are fully restored 
to dark-adapted values in rods containing 4-OH rho- 
dopsin demonstrate that the photosensitivity of 4-OH 
rhodopsin is close to that of rhodopsin. 

These results demonstrate that there exists a close cor- 
relation between the aqueous solubility of retinoids and 
the rate at which pigment regeneration and sensitivity re- 
covery occur in bleached isolated rods. This is in spite of 
the fact that the intrinsic rate at which 4-OH rhodopsin 
forms is slower than the rate of rhodopsin formation, as 
we demonstrate in in vitro measurements of pigment re- 
generation, both with bovine opsin expressed in solution 
or salamander rod opsin expressed in nanodiscs (Fig. 5) . 

In order for the visual pigment to regenerate in a rod 
photoreceptor, 1 1-cis-retinal must be transported from 



the extracellular space to the internal membrane disks 
and bind to opsin. This process can be broken down 
into the following steps: (1) transfer of 1 1-cis-retinal 
from the extracellular space into the plasma mem- 
brane, (2) transfer of 1 1-cis-retinal from plasma mem- 
brane to the cytosolic aqueous phase, (3) diffusion of 
1 1-cis-retinal within the cytosol, (4) transfer of 11-cis- 
retinal from the cytosolic aqueous phase into disk mem- 
brane, and (5) reaction of 1 Tcis-retinal with opsin 
resulting in regeneration of visual pigment. 

The data summarized in Table 1 show that both 1 1-cis- 
retinal and 4-OH retinal partition extremely well into 
lipid membranes. In effect, this means that the external 
plasma membrane is unlikely to act as a barrier for reti- 
nal movement, as the retinoid concentration in the cyto- 
sol next to the plasma membrane will quickly equalize 
to a concentration set by the aqueous solubility of reti- 
nal. This is supported by the fact that we observed no 
substantial differences in the rate of recovery of sensitiv- 
ity when we used different delivery methods of retinal 
(Fig. 4) . Thus, steps 1 , 2, and 4 are expected to be very 
fast, consistent with the rapid rate for the transfer of 
retinol between membranes and aqueous solution of 
0.64 s 1 as reported previously (NoyandXu, 1990). The 
high partition coefficient values together with a rapid 
equilibrium rate constant for retinoids eliminates the 
plasma membrane as a potential bottleneck for the rate 
of pigment regeneration and dark adaptation. It follows 
that the regeneration is limited either by step 3, the dif- 
fusion across the cytosol, or by step 5, the reaction rate 
of 1 1-cis-retinal with opsin. 

We believe that the intrinsic rates of regeneration 
that we have measured in in vitro experiments (step 5) 
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Figure 7. Absorption and spectral sensitivity of iso- 
lated rod outer segments regenerated with 11-cis 
4-OH retinal is blue shifted in respect to rods con- 
taining native visual pigment. (A) Absorption spec- 
tra of native dark-adapted rod photoreceptor visual 
pigment (X max = 509 nm, n = 7) and of pigment re- 
generated with 11-cis 4-OH retinal (X max = 478 nm, 
n = 7) measured microspectrophotometrically in 
intact outer segments. (B) Normalized spectral sensi- 
tivity recorded from rods in the native dark-adapted 
state (n = 5) and after bleach and regeneration with 
11-cis 4-OH retinal (n = 7). The lines represent the 
normalized absorbance of native dark-adapted rod 
photoreceptor visual pigment (dashed line) and of 
1 1-cis 4-OH retinal (continuous line) . (C) The blue- 
shifted 4-OH rhodopsin (n = 4) has a lower level of 
dark noise power than native rhodopsin (n = 4) as 
can be seen in the plot of power spectral density. This 
is caused by the higher activation energy that follows 
from shorter wavelength absorption. Instrumenta- 
tion noise that was recorded with the cell in the elec- 
trode and in the presence of bright saturating light is 
indicated by the dotted line. The retinal concentra- 
tion in the experiment was 10 pM in 0.1% ethanolic 
solution. Data points are plotted ± SEM in all graphs. 
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cannot explain the pigment regeneration rates that we 
observe in intact rod photoreceptors. Our argument is 
as follows: The in vitro regeneration rates we observed 
(7?n <is = 0.053 s~ ! and R4-0H = 0.027 s _1 ) are much faster 
than those observed in intact cells (i?n. C i S = 0.0013 s _1 
and R4-0H = 0.0064 s _1 ). These rates of pigment regen- 
eration are given by 

R = kC^nafigp^, 

in which k is the second order rate constant, and Ceanai 
and C 0 p S i n are the concentrations of retinal and opsin in 
the membrane, respectively. The in vitro regeneration 
experiments with nanodiscs were made using very low 
concentrations of opsin (0.5 uM) and retinal (3 uM) . A 
naked nanodisc contains ^250 lipid molecules (Bayburt 
et al., 2007). When containing opsin, a nanodisc con- 
tains ^200 lipid molecules (Bayburt et al., 2007). Equal 
concentrations of naked nanodiscs and opsin-contain- 
ing nanodiscs were mixed. Thus, the concentrations 
of retinal and opsin in the nanodiscs are C opsin = 
1 opsin/ 450 lipids and Cetinai = 6 retinals/ 450 lipids. The 
corresponding opsin concentration in a rod outer seg- 
ment is ^1 opsin per 100 molecules of lipid. At early 
times, in the linear range, the pseudo-first order rate 
constants for regeneration are proportional to the rates 
of pigment regeneration. Thus, using Eq. 2, together 
with the experimentally obtained rates, R, and the con- 
centrations given in this paragraph, we can calculate 
the retinal concentrations, G et i na i, in the rod outer seg- 
ment disks from Qetinal-cell = (Rcell/ -Rnanodisc) x ( Getinal-nanodisc 
Copsin-nanodisk/ Copsin-cell) and obtain Ql-cis = 7.4 X 10 

(mole retinal/mole lipid) and C^oh = 7.0 x 10 (mole 
retinal/mole lipid) . In the cytosolic aqueous phase next 
to the disk membrane, the retinal concentrations can be 
estimated from the known partition coefficients (Eq. 1). 
For a water concentration of 55 M, we get Cii_ci S = 2.5 x 
10 -11 M and C4.0H = 1-3 x 10 -8 M. These concentrations 
are several orders of magnitudes lower than the concen- 
trations of retinal delivered at the plasma membrane, 
indicating that the rate of pigment regeneration would 
be higher if higher retinoid concentrations were achieved 
at the disk membrane. Thus, pigment regeneration 
(step 5) is not limiting. 

Instead, the most likely bottleneck is at the cytosolic 
gap (step 3) between the plasma membrane and the 
intracellular disk membranes in which the bulk of the 
bleached opsin is located. This notion is consistent with 
a simple diffusional model of retinal translocation across 
the cytosolic gap based on Fick's second law of diffusion 
(Carslaw and Jaeger, 1959; Crank, 1975) /= — DdC/dx, 
in which J is the retinal flux per unit area, and D is the 
diffusion coefficient for retinal taken to be 5 x 10~ 6 cm 2 s 
(Szuts and Harosi, 1991). Given the high partition coef- 
ficient for retinoid in the membrane and its rapid equil- 
ibration between aqueous and lipid phases (Noy and 



Xu, 1990) , we set the boundary condition (concentra- 
tion) in the cytosol next to the plasma membrane, C pm , 
to be equal to the aqueous solubility. In this case, we 
predict this to be the amount of retinoid that can be 
dissolved in aqueous solution (i.e., at 10 uM nominal 
concentration; Fig. 1). The cytosolic concentration of 
retinoid at the disk membrane boundary, Cd m , will be 
much smaller than that at the plasma membrane be- 
cause of the presence of a large sink in the form of op- 
sin on the disk membrane. This is indeed borne out by 
the calculations of the concentration for Cd m from the 
pigment regeneration rates. If we view the rod outer 
segment as a cylinder with the same size as used in the 
calculation of the regeneration rate (radius [r] = 5.7 pm 
and length [Z] = 29.8 pm; see Results), the flux, <//, be- 
comes ip = D 2irrl (Cp m — Cd m )/S, in which 8 represents 
the cytosolic gap between the plasma and disk mem- 
brane of 0.05 pm (Mariani, 1986). Because C pm » Cd m 
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Figure 8. Flash response kinetics to dim and bright flashes is sim- 
ilar in rods containing 4-OH rhodopsin compared with rods con- 
taining native visual pigment. (A) Normalized dim flash responses 
in dark-adapted native state (n = 8) and when bleached and regen- 
erated with 1 1-cis 4-OH retinal (n = 8) . There is no significant dif- 
ference in the time course of the responses. The responses have 
been smoothed by adjacent averaging. (B) Plots of the time neces- 
sary for responses to bright saturating flash responses to recover 
to 80% of saturation amplitude. Measurements made in a back- 
ground of darkness when outer segments contained native visual 
pigment (dashed line; n = 9), after 99.9% bleached (dotted line; 
n = 9) , and after regeneration with 1 1-cis 4-OH retinal (solid line; 
n = 9). The retinal concentration was 10 uM in 0.1% ethanolic 
solution. Data points in B are plotted ± SEM. 
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initially, we can approximate the previous equation as 
t/f = D 2-rrrl Cp m /S. 

It is apparent from this equation that the flux of reti- 
noid across the cytosolic gap is, at least at initial times, 
directly proportional to the concentration in the cyto- 
sol just inside the plasma membrane, C^ m , which equals 
the solubility in the cytosol. Using values from Fig. 1 
( Cp m = 3.5 uM for 1 1-cis-retinal and Cp m =10 uM for 1 1-cis 
4-OH retinal) , we determine the fluxes to be i/fii-ds = 3.6 x 
1CT 17 mol s~ ! and i/^oh = 1.10 - 16 mol s _1 for 1 1-cis-retinal 
and 1 1-cis 4-OH retinal, respectively. These values are 
reasonably close to the regeneration rates in intact cells, 
which we have measured: Kn_ cis = 1.4 x 10~ 17 mol s 1 for 
1 1-cis-retinal and K±oh = 6.8 x 1CT 17 mol s _1 for 1 1-cis 
4-OH retinal, calculated from our MSP data (see Results) . 
Thus, the model, at least partly, explains the five times 
faster regeneration rate of 4-OH rhodopsin compared 
with rhodopsin that we have observed in intact cells. 

With the cytosolic gap acting as a barrier, the aqueous 
solubility of retinal seems to be an important factor set- 
ting the rate of regeneration of the visual pigment after 
a substantial bleach. The model suggests that the higher 
aqueous solubility of 1 1-cis 4-OH retinal is sufficient to 
drive a greater retinoid flux across the cytoplasmic gap 
in spite of its lower partition into the membrane and, 
thus, driving visual pigment regeneration at a higher 
rate. We believe that this is the first observation that 
solubility of cis-retinoids may play an important role in 
the rate of pigment regeneration and sensitivity recov- 
ery. This may have important pharmacological implica- 
tions for the design of retinoid drugs that may be used 
in the treatment of disorders of visual pigment regen- 
eration in human patients. 
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